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Seat Tarbell (spelling ?),one of the non coms who runs the “hite House 
Security Switchboerd, informd me thet the USIB net as such hag never 
been used as fer as he knows, He elso reported a rather low level of 
usesc on a bileteral besis. Tlis, of course, is not surprising since 


it is supposed to be used only in emervency. 


it might be uceful to have a test of the net by General Cabell. 
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